File  6711 
A nr  11  12,  1%0 
Lb  Camp,  Louisiana 
20  photos 
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DistarkCe  from  Point  /<*  o ia  approxiinattly  137  feet. 

< rrow  points  to  ^irhere  limb  was  broken  off  frcri.  Officer 

is  holding  limb,  i.otice  absence  of  leaves  anb  bark  on 
tof  of  tree. 
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approxijnately  50  feet. 
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POINT  » 7 

Distance  from  Point  1 is  approximately  17  feet 
Paint  samples  wore  removed  from  Uiis  point 
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No  photograph  available 
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5 Is  uO  feet  frorr.  Point  n U 

6 Is  82  feet  fror.  Point  H 5 
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POINT  # 7 

Distance  fron  Point  tf  6 Is  approxi.T.ately  137  feet. 

Arrow  points  to  whore;  limb  was  broken  off  frx)n.  olTlcer 
is  holtiinff  ILr.b,  Notice  absence  of  loaves  anti  bark  on 
top  of  tree. 


POINT  ft  9 

Distance  froir.  polni  ff  3 is  approxir.ately  50  feet 


Last  known  point  of  ir.pact 


X FT  Of  in  Pacts 

oveRAt-L  pisr/vMce:  ijuo  varos 
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FCIiiT  ^ 2 

Distance  froci  Point  //  1 is  approximately  17  feet 
Faint  s^^mtples  were  removed  from  this  poiiit 
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Distance  from  Point  ^ 2 is  approxinately  50  feet 
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1,0  photograph  available 
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